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POWER DEPARTMENT 


The 1st June , 1983 


No. 26 /4 /83-3 MIand P.- In super session of Haryana Government Order No. 1886-2 Irr. 
& Elect. 69/15105 , dated 2nd June , 1969 and in exercise of the powers conferred by sub -rule (2) of Rule 
7 of Indian Electricity Rules, 1956 that all other powers enabling him in this behalf, the Governor 
of Haryana prescribes the following scale of fee for new inspection , testing, for decision on appeal 
and arbitration of disputed cases pertaining to the electrical installations as under : 


SCALE AP 


For an inspection , examination or test of any generating station , receiving station or other place 
in which energy is generated , transferred or distributed at a pressure of 100 volts of more. 

Low , Medium , High tension and extra High tension , installations for each Installation : -1 


1 . 


Connected load / Installed capacity up to and including 15 KVA 


Rs 50 


2 . 


Connected load /Installed capacity exceeding 15 KVA but not exceeding 25 KVA 


Rs 100 


3. Connccted load /Installed capacity exceeding 25 KVA but not exceeding 

100 KVA 


Rs 200 


4. Connected load /Installed capacity exceeding 100 KVA but not exceeding 

500 KVA 


Rs 500 


Connected load / Installed capacity exceeding 500 KVA but not exceeding 
1000 KVA 


Rs 1,000 


6. Connected load / Installed capacity exceeding 1000 KVA 


Rs 1,000 


Per additional 100 KVA or part 

thereof 


Rs 20 


(a) For every alteration or replacement in an installation without increasing 

the capacity of the same 


Rs 50 


(b ) In case of generating station or other place where electrical energy is generated , the fee shall 

be paid by the Licensee , or the person generating the energy , while in the case of a re 
ceiving station , the fee shall be paid by the owners . 


SCALE B 


For the inspection , examination or test of extra High tension , High tension, Medium and low ten 
sion lines carried on the support : 


(i) For a line upto and including a length of 2 Km . 


Rs , 100 


( ii) For every addition length of 1 Km . of the line or a part thereof. 


Rs. 10 


SCALE C 


For an inspection and issue of a certificate under rule 82(3) of the Indian 
Eleotricity Rules, 1956 


Rs 60 


The fee shall be paid by the person who proposes to erect a new building or structure or to 
take any addition or alteration in or upon any building or a structure. 


> 
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SCALE 


For the testing of Energy Meter . 


1. Testing of single phase meter :--- 


(i) Upto and including 50 amps . 


Rs. 30 


(ii) Above 50 amps, 


Rs 40 


2. For testing poly phase meter : 


(1) Upto and including 50 amps . 


Rs 60 


(ü ) Above 50 amps, 


Rs 80 


3. If a meter is to be tested on the consumer s premises, double the amount of the fee prescribed 
in clause 1 and 2 shall be charged . The fee shall be paid by the party which requests for the testing. 


SCALE E 


For making a Pressure test on the applicant s premises in respect of : 


(i) Low Pressure Installation . 


Rs 50 


R $ 100 


( ii) Medium Pressure Installation . 
( ii ) High Pressure Installation . 


Rs 200 


SCALE F 


Rs 50 


1. For giving a decision on an appeal under rule 6 ( 1) of the I. E. Rules, 1956 
in respect of Low Pressure , Medium Pressure and High Pressure Installations. 

2. For giving a devision on an appeal under rule 52 (1) of the I. E. Rules , 1956 
in respect of Low Pressure , Medium Pressure and High Pressure Installation . 


Rs 100 


SCALE G 


1. For deciding any case of difference of dispute referred to the Inspector 
arising under section 21(4), 26 (4) and 26 (6 ) or clause V (2) and VI(3) of the Indian Rs 100 each case 
Electricity Act , 1910 . 

2. For any case of dispute referred to the Electrical Inspector, arbitration fee from each party in 
the dispute should be 5 % of the diputed amount, subject to minimum of Rs 500 and maximum of Rs 5,000 . 
As per note 7 of rules 5.58 of C.S.R Vol. I, Part I , the charged amount of arbitration fee shall be appor 
tioned between the Govt. and the officers and the staff employed in that connection as follows : 
(i) Government 

35 % 
( ii) Chief Electrical Inspector 55 % 
( iii) Staff ( Clerical) 

10 % 
Note - 1. In case a second or subsequent inspection is necessitated as a result of the initial inspec 
tion the re - inspection fee shall be upto double the amount of fee charged for initial inspection but in no 
case shall be less that the initial inspection fee . 

2. Por converting the connected load ( in KW ) to KVA the Power factor prevailing in the Electricity 
Board at that time, shall be taken into account for the purpose of calculation of inspection fee. 


3. The revised rates will be applicable with effect from the date of publication of the said notification . 


S. G. SUNDARAM , 


Commissioner and Secretary to Government, Haryana, 

Power Department , 


